Temporary Chinook 
CTrain Station Closure 
and Relocated Bus 
Terminal 



When: Starting Jan. 14, 201 3 for 
approximately eight months, Chinook CTrain 
Station will be temporarily closed and the bus 
terminal will be relocated to 3 Street between 
59 and 61 Avenue SW (see map). 

Why - Calgary Transit is rebuilding Chinook 
CTrain Station to prepare for the future 
operation of four-car drains. 

How do I access the CTrain from Chinook? 

Transit customers can use the CTrain Shuttle 
from the relocated bus terminal to 39 Avenue 
CTrain Station (see map). 

How do I access Chinook from the CTrain? 

Transit customers can use the CTrain Shuttle 
from 39 Avenue CTrain Station (see map). 

Will there be any changes to the current 
bus routes? 

No, however, on Jan. 14, 2013, the Chinook 
Bus Terminal will be relocated to 3 Street 
between 59 and 61 Avenue SW for the 
Chinook CTrain Station construction. 

Is the Park and Ride lot closing? 

The lot will remain open during construction, 
however, there will be no reserved parking 
starting Jan. 1 , 2013. Customers can reserve 
a parking stall at 39 Avenue or Heritage 
CTrain Station. 



Thank you for your understanding 
and patience during the 
construction process. 
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